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UNCLASSIFIED 

PAGE 01 STATE 015740 

17 

ORIGIN COME-00 

INFO OCT-OI EA-IO ISO-00 EB-07 HEW-06 OES-05 RSC-OI /030 R 

DRAFTED BY COM/BIC/OIM/BBSEVER/CH/238 
APPROVED BY EB/OCA/REP:GPWILSON 
COM/BIC/OIM/CMSONNE/RMD/238 
LPSILLOWAY/CMM/238/COMM/BIC/OIM 
STATF/F.S/TB/.TKI EMSTINF, 

001294 

R2300I4Z JAN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BANGKOK 
INFO AMEMBASSY SINGAPORE 

UNCLAS STATE 015740 

E.O. 11652: N/A 
TAGS:BEXP: TH 

SUBJ: HEALTH CARE SECTORS EQUIPMENT AND INSTRUMENTATION 
EXHIBITION, BANGKOK, NOVEMBER 1975. 

REE: BANGKOK 0684 

1 . WAG APPRECIATES QUICK POST REPLY TO REQUEST RE STATUS 
HOSPITAL AND MEDICAL CONEERENCES, BANGKOK. 

2. NORMAL PACE PLANNING EXHIBITION MUST CONTINUE PENDING 
FINAL THAI SITE AND DATES DECISION, WHICH MAY NOT BE MADE 
UNTIL ABOUT APRIL. 

3. OIM WANTS TO INITIATE 2ND POLL OF INDUSTRY AND PRE- 
PARATION OF PLANS PACKAGE IN MID-FEBRUARY. 

4. PREPARATION MAY BE EACILITATED BY EARLY VISIT BY 
LEONARD TO BANGKOK. KISSINGER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE015740 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OIM/BBSEVER/CH/238 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750025-0466 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 26/aaaaawsy. tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 BANGKOK 0684 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 MAY 2003 by SilvaL0>; APPROVED <18 FEB 2004 by ShawDG> 

Review Markings: 
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EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HEALTH CARE SECTORS EQUIPMENT AND INSTRUMENTATION EXHIBITION, BANGKOK, NOVEMBER 1975. 
TAGS: BEXP, TH 
To: BANGKOK 
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